1.  Incident  Name: 

2.  Operational  Period;  { Date  / Time  ) 

Gold  King  Mine  Spill  (R6) 

From:  08/18/2015  0700 

To:  08/19/2015  0700 

ASSIGNMENT  LIST 
ICS  204  - EPA 


3.  Branch: 


4.  Division/G roup/staging: 


R6  New  Mexico 


Morningstar  Water  Documentation 


5.  Operations  Personnel: 


iCS  Position 


Name 


Affiliation 


Contact  # (s) 


Operations  Section 
Chief: 


Jon  Rinehart 


R6  0SC 


214-789-1713 


Branch  Director: 


Jon  Rinehart 


R6  0SC 


214-789-1713 


Division/Group 

Supervisor/STAM: 


6.  Resources  Assigned: 


“X”  indicates  204a  attachment  with  additional  instructions 


Strike  Team/Task  Force/ 
Resource  Identifier 


Leader 


#of 

Contact  Info.  # Persons 


Reporting  Info/Notes/Remarks 


Irrigation/Livestock 
Water  Delivery  Team  1 


Daniel  Dorn  (EPA) 


816-401-2871 


CBI/Ex.  4 


Document  deliveries  of  water  for 
irrigation  and  livestock. 


□ 


Irrigation/Livestock 
Water  Delivery  Team  2 


Jim  Aycock  (EPA) 


816-210-3301 


CBI/Ex.  4 


Document  deliveries  of  water  for 
irrigation  and  livestock. 


□ 


□ 


7.  Work  Assignments: 


8.  Special  Instructions: 


9.  Communications  (radio  and/or  phone  contact  numbers  needed  for  this  assignment): 


Name/Function 


Radio:  Freq./System/Channel 


Phone 


Ceii/Pager 


In  case  of  emergency  contact  911 


OSC  Roberto  Bernier 


214-212-4304 


CBI/Ex.  4 


Emergency  Communications: 


10.  Prepared  by:  (RESL)  (Date  / 
Time) 


11.  Reviewed  by:  (PSC)  (Date  / 
Time  ) 


12.  Reviewed  by:  (OPS)  ( Date  / 
Time  ) 


CBI/Ex.  4 


ASSIGNMENT  LIST 


ICS  204  - EPA  (Rex'  02/10) 


4003838 


ED  000552H  00004907-00001 


